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UNCLAS LONDON 06796 

E.O. 11652: N/A 
TAGS: CCMS, ENRG, UK 

SUBJECT: CCMS: SMALL POWER PLANTS GEOTHERMAL CONFER- 
ENCE, JUNE 2, 1975, BERKELEY, CALIFORNIA 

REF: (A) NATO 2002, (B) STATE 85112 

SCIENCE AND TECHNOLOGY DEPARTMENT, FOREIGN AND COMMON 
WEALTH OFFICE, INFORMED EMBASSY MAY 5 THAT UK PARTICI- 
PANT IN UN GEOTHERMAL SYMPOSIUM IN SAN FRANCISCO 
WILL NOT REPEAT NOT BE ABLE TO ATTEND SUBJECT MEETING. 

US CCMS GEOTHERMAL COORDINATOR MAY WISH CONTACT 
UK DEL TO UN MEETING, DR. GARNISH OF HARWELL, IN 
ATTEMPT TO STIMULATE GREATER UK INTEREST AND PARTICIPA- 
TION. RICHARDSON 
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